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Price Five Cents 



WHAT! ANOTHER 
CANDIDATE GOMIN 



Roosevelt'* Friend Pinchot Sends 
Out Call for Meeting To 
Name New Candidate 



(By Associated Press) 

Chicago, June 14 — A declara- 
tion of Amos Pinchot. a member 
of the committee of forty-eight, 
said there positively would be a 
new party presidential candidate 
in the field. Rumors that Lafol- 

lette would lead the ticket as a' brought to Richmond by Lampton & 



Weather For Kentucky 

Generally fair and continued 
warm*weather tonight and Tues- 
day. 



PAVING STARTED 
MONDAY MORNING 



Transformation of Streets of City 
Begun — New Machinery and 
Many Men 

Monday morning at 7 o'clock, the 
j big new. steam excavating machine, 



presidential candidate and an- 
nouncement the campaign in be- 
half of the republican nominee 
1 larding, would be started 
promptly, were outstanding de- 
velopments following the repub- 
lican national convention. 

Pinchot said the "Republican 
party bad driven away millions of 
voters who followed Roosevelt, 
Johnson and Lafollette" and that 
the new party will represent 
them. 

Reports regarding La toilette's 
possible candidacy are less clear- 
ly defined. 

Pinchot asserts thjit the Repub- 
lican National Convention "ignor- 
ed most of the serious problems 
and mentioned others only to re- 
veal its unwillingness to face 
them honestly." 



WHAT CANADA SAYS 
OF NOMINATIONS 



Montreal. June 14 — The Toron- 
to Star comments on the large 
stiui.s of money spent by the can- 
didates defeated for the republi- 
can nomination for president audi 
says "Yet Harding, perhaps, is as | 
sound a candidate as could hve 
been chosen." 

The Manitoba Press thinks 
Harding is not likely to make 
much of an appeal to the restless 
and unattached voters and that 
the democrats may "find in Mc- 
Adoo or another candidate that 
ma \ appeal to these elements." 



'an 



Parh 
is a 



The Paris Version 

(By Associated PremO 

. June 14— The lie ho de 
says Harding's nomination 
triumph of bosses.'' The 



Burke for use in paving the city 
streets, was put in operation, and its 
having a capacity of four square 
yards in as many minutes, gives the 
assurance that rapid headway will be 
made. Four big trucks will be busily 
engaged constantly disposing of the 
material removed from the the 
streets. i 

The curb and gutter work, which 
is rapidly being finished, is preced- 
ing the excavation work, and the big 
shovel and grader is being followed 
by the concrete mixer and steam roll- 
er, and the thoroughfare, after hav- 
ing been traversed by these operators 
will be ready for th asphalt mixing 
machine, which is already here, and 
will be ready to be staitcd as soon 
as the other work is gotten out of the 
way. The first work, the curb and 
gutter, is being closely followed by 
the excavation work and the third 
operation, that of the grading and 
concrete, will be followed by the 
making and applying of the as- 
phalt, which will mark the finishing 
of the work. The improvement was 
started at College street and will be 
continued north towards Main street. 
This will be continued accoiding to 
the finishing of the curb and gutter 
work, and Contractor Graham, who 
has this in charge, said he would 
"ause no delay, since he would be 
able with his force of men to keep 
ahead of the othef workers. There 
was another shipment of men to | 
Richmond Sunday from Louisville, { ,u 
and it is expected the force will be J 
further increased, since i tis the in 
tention of Lampton & Burke, con 
tractors, to push the work as rapidly 
as possible. The company has com- 
pleted a contract at Paris, as well as 
at Louisville. The new machinery 
was bought especially for the Rich- 
mond job and is being put to u:-.^ 
here for the first time. 



JOHN R. GIBSON 
PASSES AWAY HERE 



Prominent Son of Madison Suc- 
cumbs After Being Brought 
Home for Treatment 



Friends were greatly shocked 
and deeply grieved* early Monday 
morning when it became known 
that Mr. John R. Gibson had 
passed. away at 7:30 Monday 
morning, at the home of his 
mother. Mrs. Ellen Gibson, where 



MADISON G, 0, P, 
FOR WINNER HERE 



Senator Warren Harding, of 
Ohio, won the republican nomin- 
ation for president on the 10th 
ballot at the Chicago convention 
Saturday night. His victory was 
foreshadowed by the last dispatch 
carried by the Daily Register that 
afternoon. Gov. Lowden releas- 
ed is pledged delegation and the 
landslide to Harding followed. 
Gov. Calvin Coolidge. of Mass- 
accompanied by his w ife and ' achusetts, was nominated on the 
mother, he came from Cincinnati I first ballot for vice president. He. 
Friday evening hoping that he (had received a number of votes 
might derive some benefit by the . for president during the balloting, 
change. But all efforts failed and' Madison couijty republicans, ex- 
thc end came Monday morning, [cept the enthusiastic Roosevelt 



DISCIPLES' FUND 

TOTALS $269,958,48 

General Education Board Gift of 
$80,000 Assured— Work Still 

On 



Mr. Gibson had been very ac- 
tively engaged in the copper and 
sulphur mines of Texas for the 
past few months and it thought 
over-work was the cause of his 
declining health. He was about 
50 years old. and is survived by his 



followers seemed pleased with 
the nomination of Harding. Mad- 
ison county's republican county 
convention instructed for Hard- 



Lexington, June 14. — Gifts from 
Kentucky churches to the Disciples of 
Christ World Movement fund in the 
state totaled $189,958.48 up to Sat- 
urday morning, according to reports 
received by Secretary Clifford Wea- 
ver, in charge of the offices of the 
fund in' the Central Christian church. 
The gift of the General Education 
Board, conditioned upon the raising 
of $160,000, which has been achieved 
with more than $20,000 to spare, 
swells the total to $269,958.48. 

Reports were received, Saturday 
morning by Secretary Weaver from 
Paducah, Harodsburg and Versailles. 
Rev. Rov Rutherford's church at Pa- 



wite, who was Miss Lucy Ma- 1 Harding has many warm triends 
goffin. of Virginia, two children, i here among the old stand-pat 
Maria and John Jr., and his de 'crowd, but like dispatches say, is 
voted mother. Mrs. Ellen Gibson. | the case elsewhere, the more pro- 
He has been for many years aigressive element of that party, 

ber of the Christian church, and in particular those wht 
Funeral arrangements had not : lowed the Roosevelt fortunes, are 
been made as the Daily Register! not pleased to see so prominent a 
went to press and wiil be an- j member of the "Old Guard"' get 
nounced later. 

Deepest sympathy goes to those 
who are so suddenly bereft of an 
affectionate son, husband and fa- j 
ther. May the loving Heavenly 
Father comfort and sustain then) 
in their great loss. 



ing, one of the very few counties ! ducah has raised $4,500 and has not 
in Kentucky that did so. or in fact | yet finished the canvass of its mcm- 
that instructed for any candidate: 



bership. Rev. T.'E. Sellers, of Har- 
rodsburg, reported that at a banquet 
given Thursday night $4,000 was sub- 
scribed and that the remaining $2,540 
of that church's quota was assured. 
Rev. E. (J. Lacy, of Versailles, re- 
t the Christian church, iand in particular those who tol- ported the raising of $3,400 on a quo- 

' ta of $4,470 and the work still g.-ng 
on. 

Dr. Joseph W. Hagin spoke at the 
Danville Christian, church Sunday. 
Dr. R. H. Crossfield. spoke at Morgan 
and Falmouth, and Secretary Weaver 
at Woodland and Chestnut street 
Christian churches in Lexington. 



the big plum. 



Mrs. Dillon Dies At London 

A dispatch from London t<> Mrs. 
Writ. Jones, conveyed the news of 
the death of Mrs. William Dillon 



Story of Harding's Life 

Warren G. Harding has always 
been a resident of Ohio, which 
state he has represened as United 
States Senator since 1914. In 
private business life he is publish- 
er of the Marion, Ohio, Star. 

He was born on a farm near the 
village of Blooming Grove. Mor- 
row county, Ohio. November 2, 



THE MARKETS 

Cincinnati — tjogs 25c higher ; 
tops $15.50; Chicago strong; dr)- 
feed cattle "steady ; others dull 
and 50c low;er ; sheep and lambs 
steady. 

Louisville, June 14 — Cattle 600. 
stead yand unchanged ; hogs 1800 
mostly 25c and 50c higher ; tops 
$15; sheep 2,200 : active and un- 
changed. 

CROWDS THRONG 
B00NES6QR0 BEACH 



W DROWNS AT 

RIVER SATURDAY 



Sunday was the biggest day of 
th^ season at Boonesboro Beach, 
hundreds enjoying the pleasure 
of the place. There were v?sit 7 
from far and near ,a large party 
of Cincinnatians being present 
during the day. Bathing was ap- 
parent yat its height, and thoro- 
ly enjoyed. The warm weather 
of the past week has put the wa- 
ter to the favorite temperature, 
it is said, and a dip into the wat- 
ers of he Kentucky is very re- 
freshing. The various improve- 
ments have changed the genera 1 , 
appearance of the place to an un- 
usual degree, say those wo visit- 
ed the resort for the first time 
this season. 



WILL PROSECUTE 
TO SAVE BLUEGRASS 



at London. She had many friends I 1865. th eldest of eight 



and acquaintances in Richmond, 
I wiio sincerely regret to hear of 
[her deatii. The remains will lie 
interred in Crab Orchard W ed- 



4NCIPIENT BLAZE 
FROM DEFECTIVE FLUE 



lournal -ays Harding is champion 
of the opposition to the treaty of 
Versailles in the American Senate 
but asserts "all Frenchmen are 
greatly satisfied with the elimiua 
tiori of Johnson, who never favor- 
ed France. " 



Monday aftcinon at 12:59 
telephone call summoned 



Coolidge Back On Job 

After V. P, Nomination 

• By Associated I'ress) 

Boston. June 14 — Gov. Cool- 
idge returned to his desk at the 
State House today to "finish fiis 
job." This word ^ante from the 
executive chamber in reply to a 
question whether he would re- 
sign or devote him -elf entirely to 
the republican campaign in the 
interests of -Senator Harding and 
himself. Telegrams continued to 
pour in today congratulating him 
upon his republican nomination 
for the vice presidency. 



CONVENTION FOR 
GOOD ROADS OPENS 



tire-, truck to the home 
| Pr.yflc. Estill avenue, 
'enured from a defective 
j a loss 'estimated at $1!'. 



o'clock, 
trite city 
of John K. 
where fire, 
Que, created 
The shingle 



London Says It Looks 

More Like Democracy 

U'.y Associated Press) 

London, June 14 — Several news 
papers here refor to Senator! lard- 
ing as the "dark horse" nominee 
and infer here that he presents a 
republican compromise. Two or 
three journals assume the result 
of the Chicago convention opened 
the possibility of the election of at 
Democratic candidate which was 
heretofore regarded as extremely 
improbable. 

Harding's Well, Thank You 

Washington, Jurle 14 — Senator 
Harding, republican nominee for 
president, who arrived here last 
night from Chicago, put in a busy 
day today receiving congratula- 
tions. He announced for the 
present he would have no state- 
ment to make. He seemed in good 
humor and posed for moving pic- 
ture men and kept up a running 
tire <>f humorous comment. 



The annual convention of file Ken- 
tucky Highway Association, compos- 
ed of county judges, fiscal courts, 
etc., Kentticky state road engineers 
and all other allied interests pertain- 
ing to good roads, will be held in the 
armory, Jefferson county, Louisville, 
beginning Tuesday. 
* This will be the largest road gath- 
ering that has ever been held, in th? 
city of Louisville and the state of 
Kentucky. 

The committee which has charge of 
this affair has prepared an excellent 
program for the occasion, including 
entertainment and social features, in 
addition to the big exhibit of machin- 
ery in the Jefferson county armory. 



roof would have been tfestipyed in a« 
short time had it not been for the 
piompt action of the city firemen, 
The truck was in charge of Stone 
Maupin, Mose Nelson having gone to 
dinner when the alarm came. 



SWINEBROAD HERE 

Col. G. B. Swinebroad, the sale 
king, was over from Lancaster .Mon- 
day looking at some Madison county 
farms which he may soon handle for 
sale. He was accompanied^ by his son. 
On Saturday he sold the 65 Va -acre 
farm belonging to Mr. E. M. Shelley 
at auction to Mr. J. H. Branaman", of 
Conway, Rockcastle county, at $300 
per acre. Possession will be given on 
January 1, 1921. 

MUCH DISCUSSION OF 

FUTURE WHEAT TRADE 

A considerable amount of discussion 



Remember L. F. Evans, the insur- 
ance man of Richmond, before the 
fne department calls and you're pro- 
tected. It 



Richmond LOO, F. Attend 

Lexington Memorial Day 

More than thirty members ot 
Richmond Lodge. L O. O. F. were 
in attendance Sunday at the an- 
nual memorial day exercises ai 
Lexington. There were thirty in 
the line of march, and they occu- 
pied a position well in front in the 
procession marching to the ceme- 
tery. Richmond was also exten- 
sively represented by the D. of R. 
under the leadership of Mrs. Ben 
Bennett. The Lexington lodge 
attended the local exercises one 
wee kago, furnishing a band, and 
this same organization furnished 
music for the service. 



One Killed; Many Injured 

(Tty Associated Press) 

Chicago, June 14 — A, Pere Mar- 
quette passenger train, loaded 
with week-end partise from 
Michigan summer resorts, struck 
a freight train south of Chicago* 
today, and George Bateman, of 
Grand Rapids, conductor of the 
is taking place in grain and milling passenger train, was killed. More 



circles concerning the subject of fu- 
ture trading in wheat. During the 
war period wheat was taken off the 
grain exchange, but now that it is no 
longer under Federal control it will 
probably go back to its old place. 
However, the ouestion is — when and 
how ? 



than a score were injured. 

Earl Garrison, of Newport, is the 
guest of his mother, Mrs. J. .B Ad- 
ams, here. 



Kentucky Judge Suicides 

(By Associated Tress) 

Clinton, Ky., June 14-— R. B. 
Flatt. retired circuit court judge, 
killed himself by cutting his 
throat at his home here today. He 
Miffered a nervous collapse last 
winter. 



OL.l> CORN for sale. White or yel- 
low. T. y. Hagan, Phone 4H2. lp 

STOLEN — A large bay horse with 
white spots on face; stolen from my 
place Saturday night. Liberal reward 
for information leading to recovery. 
Addre^. C R. Card. iiavenaa. Ky.. !ipx 
101 : lU Sp 



The Warren County Strawberry 
Growers' Association has just ship- 
ped four cars of berries to eastern 
markets, making a total of 179 cars 
during the season. 

Mrs. Maggie Hamilton Starks, aged 
74, died at Paris following a long ill- 
ness. She was bora in Bourbon coun- 
ty and for many years taught school 
in Lexington. 

A fourth of the weight of baled 
cotton is made up of sand, dirt and 
lother foreign substances. 



Lonnie Johnson, of Louisville, 
charged with the killing of Chester 
Stowe, who escaped from the Hick- 
man jail some time ago, is said to un- 
der arrest in a small town in New 
Mexico. He will be brought back to 
Kentucky. 

I gk — 



His father. George J. Harding, 
was a country doctor whose fore- 
hears came from Scotland. Be- 
fore going to Ohio, the Hardings 
were residents of Pennsylvania, 
where s.ome of them were massa- 
cred by Indians. Others fought 
in tht Revolutionary War.. The 
mother of Warren. Mrs. Phoebe 
Dkkerson. was descended from 
.in old lime Holland Dutch family 
the Van Kirks. 

In his youth Warren Harding 
jlived the life of a farmer buy, at- 
'tending the village school until 
114 years of age. when he entered 
[Ohio Central College at Iberia 
from wich he was graduated. As 
editor of the college paper he 
first displayed a talent tor jour- 
nalism. He was obliged to stop 
school now and then am! earn the 
monkey with which to pursue his 
college course. At one time he 
cut corn, at anoter painted barns, 
and at still another drove a team 
and helped to grade the roadbed 
of a new railway At 17 he taught 
a district school and plared a horn 
in the village brass band, 

At odd times he wokied in the 
village printing office, in time be 
coming an expert tvpestter and 
linotype operator. He is a prac- 
tical pressman and a job printer, 
and as a "make up man" is said 
to have few equals. The luck 
piece he has carried as a Senator 
is the old printer's rule he used 
when he was "sticking" type. 

In 1884 Dr. Harding moved his 
family to IVJraion. A short time 
afterward the father purchased 
for Warren Harding 4 he Star, 
then a small paper. 

On the paper Warren Harding 
performed every function from 
devil to managing editor. 

In all the years the Senator has 
owned it there has never 'been a 
strike or a threatened one. 

Senator Harding is closely 
identified with many -other large 
business enterprises in Marion 
and other parts of the state. He 
is director of a bank and several 
large manufacturing plants and is 
a trustee of the Trinity Baptist 
church. 

Mr. Harding has twice repre- 
sented the 13:h Senatorial dis- 
trict of Ohio in the state legisla- 
ture and served one term as Lieu- 
tenant Governor. At the 1914 
election Harding was elected Un- 
ited States Senator by a majority 
of more than 100,000, running 
73,000 ahead of the next highest j 
on the ticket. In 
is f a member of the Committee on 
Foreign Relations. Senator Hard- 



iren. First Arrest Made In Attempt Tc 
Set Example To Eliminate 
Old Practice 



John White: a young colored man. 
was taken into custody Saturday af- 
ternoon as a result of v. complaint 
upon the part of Louis Neal, who 
employed him, it is said, to strip blue 
grass seed at his farm. White, accord- 
ing to the contract, was to gather the 
seed on the shares. He is .said to 
have been a diligent operator. How- 
ever, it was the manner in which he 
did the "sharing" that caused t he 
complaint to be made. The owner of 
the farm is said to have Stated thai 
it way not his intention to cause the 
boy'« incarceration particularly., but 
to teach a lesson to a number of- men 
and boys who have b3en in the habit 
of going to his and other farms and 
helping themselves to quantities of 
seed, without the formality of asking 
permision. 

This has been a habit indulged in 
for years to a considerable extent 
with little or nothing said about, but 
the price of the product has changed 
the aspect, and owners of blue gras? 
nowadays are looking after it with 
special interest. The 'White case will 
be heard in the county court before 
Judge W. K. Price, probably late 
Monday evening. 

This is the first instance of arrest 
being made on tins charge for some 
time.- but those raising the seed 
stated they are compelled to take 
such measures, owing to the increase 
in the practice of those who come 
unsolicited find help themselves.- 



STATE OAS TAX 
GOMES THUHSOAY 



CUSTOMERS who have been 
luiying flour and meal at the 
Richmond Welch Self-Serve Gro- 
cery say that Dolly Varden Flour 



On and after Thursday, the 
state tax of one cent on gasoline 
will be in effect and the first re- 
port of the new iaw will be made 
soon after the first of the month 
by County Clerk Jennings Mau- 
pin. 

According to the law. it is the 
duty of every retailer as well as 
wholesaler of gasoline, to make a 
report to the county official, 
where he is expected to register 
the business. He will be entered 
as a dealer upon the books and 
the subsequent reports which will 
be kept there will be made but 
monthly and turned in to the 
state office, -together with the 
amount collected for the same 
It is expected. o«xiu» to the ex- 
tensive use of the fluid, that there 
will be a very creditable fund is- 
suing from Madison county. 

The use of gasoline for other 
than automobile use, will figure 
greatly in it's consumption here, 
Jf is' Vaid. Indications are that 
■there will be busy time ahead the 
last of* the week at the office of 
County Clerk Maupin when all of 
the dealers of the county make 
their register. 



Eleven Year Old Son of Mr. and 
Mrs, Trimble, of Winchester, 
Meets Sad Fate 



Joseph. Trimble, the 11-year-old son 
of Mr. and Mrs. E. F. Trimble, of 
Lexington avenue, Winchester, was 
drowned Saturday in Kentucky river, 
at the lock, where he had gone with 
a picnic party. The body was not re- 
covered until Saturday night after a 
party had spent several hours drag- 
ging the river. 

The boy, who was a member of the 
Sunday School class of E. R. Tate of 
the First Christian church of Win- 
chester, was en route -with the other 
members of the party and the coun- 
ty line was being crossed for din- 
ner, when the accident took place. 
Young Trimble started to wade in the 
river, ami he stepped off a ledge into 
deep water, and his plight was not 
discovered until he was sinking for 
the third time. It is said that he did 
not call for help until sinking the 
third time and there was no time for 
the terrified visitors, who diil not 
realise his peril, to rescue him. A 
searching party was soon formed and 
while the immediate vicinity where 
tiie body disappeared was dragged 
for some time, no trace of the body 
was discovered until late Saturday 
nights. The accident cast a gloom 
6ver the lemainder of the party, who 
sorrowfully watched and assisted in 
the search for the body the greater 
part of the afternoon. 

Young Trimble was a favorite 
among the children and grqwil op 
people and was an unusually bright 
youn';_j'ellow, having won several 
medals in his classes at school. He 
is survived by four sisters and bro- 
thers besides his parents. 

two chaWl cats" 

WEIGHED 100 POUNDf 



BOUNTIFUL MELON 

CROP IS PREDiGTEi 



living near Lock 



Wm. Walters 
No. 11, reports that an unusually 
great yield of melons is almost 
assured for this section of the 
state this year. The rains, to- 
gether with the cool nights and 
frequent warm periods, he de- 
clares, is the best variation of 
weather obtainable for the 
growth of plawts, and the melon 
prospect was never betterj There 
is a greater acreage, than usual 
trm season, it is Said, both in the 
way of watermelons and canta- 
loupes. This report is being is 
sued from various directions, j 



Saturday and Sunday proved 
big daj along the Kentucky rive 
in the vicinity of Lock No. 11, an 
many Richmondites arc ther 
with pole and line. W in. M. Wal 
ttrs, one ot the old residents o 
that locality, stated while in th< 
city Sunday that there were more 
h i) being caught from the Ken- 
tucky river there now than ever 
before. Until the past* week 
there has been what is known a: 
a high tide, and this is rapidl; 
disappearing, wich. is believed b_ 
old fishermen to be responsibb 
for the good fishing. 

Mr. Walters, to prove his as- 
sertion relative to The fish being 
caught, brought two "samples" 
to the city, in the way of channel- 
cats, one weighing 55 pounds and 
the other 43 pounds. On the 
city scales, the two fish tipped the 
scales at the 100 pound mark. 
Since there is a ready market 
here for such fish, the supply was 
sold within a short time. Many, it 
is claimed, are making the catch 
of their lives, and Mr. Dave 
Chamberlain who assisted Mr. 
Walters in landing the two big 
cats, has become a more enthus- 
iastic fisherman than ever, if such 
is possible. 



ind Sunny South Meal certainly j showing that the crop is very ex 
make good bread. Their price tensive. Mr. Walters, who claim- 
ed to have more than 6.000 plants 
said that he nevre witnessed such 
splendid growth. 



for 24 lb Flour is $1.80: and for 
25 lb Meal $1.20. It 



STATE BEGINS FIGHT 

The fight of the state of Kentucky 
against the payment of an attorney's 
fee of $125,000 to Robert Gordon, Hite 
Kuffaker and James Garnett, attor- 
neys in the celebrated Bingham in- 
hertance tax caae, has been opened at 
Hopkinsville. 



Recent visitors ' at the .Self- 
Setve Grocery of the Richmond 
Welch Co., say they find every- 
thing so nice, clean and up-to- 
date. It is a real pleasure to buy 
groceries where you ca.i find 
the Senate he I standard and well known brands 
to choose from. tl 



ing married Miss Florence Kling 



in 1891. 



Paul Gentry departed Sunday 
night for Blue Ridge, N. C, where 
he will attend the Blue Ridge Y. M. , 

0. A. conference. He will be absen| Steady employment for the sea 



LABORERS wanted on streets. 



ten days. 



Mr. and Mrs. Cecil Simmons will 
depart Tuesday for Miami, Fla., . to 
Ci&ke their future home. 



son. Good wages. Address Lamp- 
ton and Burks, Richmond, Ky. 



FOR SALE — Hasan gasoline engine, 
fi horse, power, mill and cutting box: 
was in perfect repair last time rur 
hi, F. 4*tM*ckle dttd Sou. Phone 11?. 



I FOUND— Vftlual.ie package at L. and 
j N. depot Sunday morning. Owner can 
. have same by proving and identifying 
j property and proving for this ad. See 
J- T. Keith, at U &" N. depot. 137 4p 

T— 

GOOD cufTee, mad> right, is 
sure to bring meal-time happi- 
ness. You can't go wrong with 
Rookwood coffee. Buy 



RICHMOND BALL TEAM 

TO PLAY MT. VERNON 

Manager Geoi'ge McCoy, of the 
Richmond City baseball team, who 
has been winning almost every game 
played recently, is preparing for a 
game with the Mt. Vernon crack 
team, which is expected to be hero 
next Sunday. The members cf the 
local team are putting in some good 
time at practice in an effort to con- 
tinue with their good record. Mana- 
ger McCoy is of the belief that his j 
aggregation is at present one of the \ 
strongest amateur clubs in this part 
of the state, and a number of games 
are to be booked before the close of 
the season. » 



Meeting M Kirk-.vilie 

The Evangelistic meeting, 
which is being conducted by Rev. 
IF. M. Tinder, is increasing in iu- 
Jtetest and attendance. The ser- 
mons of Mr. Tinder are helpful 
and inspiring. ' Last Friday 
morning Mother's service was ob- 
served. The meeting will con- 
tinue, throughout the coming 
week. Services will be held every 
evening at S o'clock. There will 
also be held several morning ser- 
vices next week. All are invit- 
ed to attend these meeting-. 



The Poland Situation 

(Uv Associated Vress) 

W arsaw. June 14 — The Bolshe- 
viki are pouring into Kiev, backed 
ed by the greated number of di- 
visions the Poles have ever seen 
according to reports received here 
The Poles are withdrawing thei 
main forces. 



good old 



yours today from D. B. McKinney 
& Compiinv. , 156 t£ 



Last of Lee's Staff Dead 

(By Assc. ia tod Press) 

New York. June 14— Rev. W 
W. Page, the last surviving mem 
b«T of the staff of ( icneral Rober 
ft. Lee* died in a hospital here las 
night. He was 81 years old, an 



W'fcRE you one of the many 
who visited tlie Richmond W edeh 
Kash and Karry Grocery Satur- 
day? The money saved by trad- : at one time re'igious editor of tl 
ing there will amount to a tidy New York lk-rald. 

sum in a few weeks. It 

HIGHEST Cash Price for B 

WANTED— 12 good men; 8 Grass Seed. — GORDON. 138 
hour day; good wages. Richmond! Frank Hanford is in Cincinnati 
Water &od Light Co. 138 4 business. 
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lh^Uaily Regiter, Richmond, Madison County, Kentucky, Monday Afternoon, June 14, 1920. 




OF TOM SRUBBS SOON 
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Ceri^-tecd Roofing is fire retarding 
and spark proof; consequently your 
Sre risk is greatly reduced when 
Ccrtain-teed roofs jN>ur buildings. 

Burning ember?. Carried by the wind 
from nearby fires are alway s*a menace 
to old fashioned, infiarnrnable wood 
shingle roofs. Certain- feed forms a 
permanent protection against sparks 
and embers and all such carriers of fire. 

Because of the great risk of general 
conflagrations in congested districts, 
and of the lack of safe fire protection 
in the outlying and rural districts you 
should get this Certain-teed protec- 
tion on your 1 



In addition to being fire resisting, 
Certain-teed is a most economical 
root*. It resist; all forms of weather 
•attack— rain, sleet, snow, sun. etc' I. 
is guaranteed by the manufacturer for 
5, 10 or 15 years, according to the 
weight you street. 

There is a scarcity of many types of 
roofing products — yon can always get 
Certain-tecd Smooth Surfaced Roof- 
ing, the most economical and service- 
able roofing to be obtained. 

See your dealer at once. He either 
has Certain-teed Or can get it quickly 
from a nearby Certain-teed ware- 
house. 



The appearance of Tom Gfubbs, of 
Mt. Sterling, former University of 
Kentucky Wildcat hurler on the play- 
ers' bench of the Ne»v York Giants, 
is noted in the baseball columns of 
the New York Sun and World. Ac- 
cording to these newspapers, a thor- 
ough reorganization of the Giants is 
in progress to get the brice ter- 
rors of the league out of the cellar. 
All of the new men will have their 
chance in the near future. 

One of the papers announces that 
the young Kentuckian is in fine con- 
dition and intimates that there are 
some unusual possibilities for tin- 
Giants and that the Mt. Sterling lad 
is liable to transform these "possibil- 
ities" into realities. 
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Public Weighing—FREE 
PHONE 35 
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Certain^ teed Products Corporation 
CenertJ -Offices, Si. Loui* 





Tlie events dealing with the 
Alumni Association Friday morn- 
ing and evening marked the clos- 
ing of the events connected with 
the Eastern Normal commence- 
(tnent. 

At the business ineeting Friday 
morning, M. H. Gibson, graduat- 
ing this year, of Wltitcsburg. was 
chosen president of the associa- 
tion, while Prof. 1. 1 1. Booth, of 
the school, was retained as the 
secretary. 

Friday night the attendance at 
| Alumni banquet was attended by 
i80 former graduates, but the 
j number was greatly rfedttced since 
| the city schools where many of 
jtbe members are teaching, have 
'not closed. There were interest- 
ing speakers and the program 
was one of much enjoyment. 

The Summer school in the Mod- 
el department will not begin toy 
i til Tuesday morning, it was an- 
nounced late Saturdav afternooui 



announced at the Democratic conven- 
tion headquarters. 

Candidates whose sponsors have 
been chosen, according to the an- 
nouncement, are: 

William A. McAdoo, whose name is 
to be presented by Or. Burros J»m- 
kinn, Kansas City. 

Attorney General Mitchell Palmer, 
by John H. Bigelow, Pennsylvania 

Governor James Cox, Ohio, by Su- 
preme Justice .lames C. Johnson, of 
Columbus. 

Governor Edward I. Edwards, New 
Jersey, by Charles F. F. O'Brien, of 
Jersey City. 

Senator Robert L. Owen, Oklaho- 
ma, by D. Hayrien Linebaugh, Musko- 
e, Okla. 

G Cher- 



tor E. F. 



Simmons, ■ North Can 



and Senator Carter Glass, Virginia. 



PAINT -VARNISH ? ROOFING & RELATED - BUILDING * PRODUCTS 

— — ~ — ~ ■ ■ . 1 



Douglsj ITttd Simmons, Richmond, Kentucky. 
Arnold, Hamilton aid Luxon, Richmond, Kentucky. 
Welch Departmect Stores, Berea, Kentucky. 

M H I" I I 



Proprietor 



Entered at the pdatofflee to Rich- 
nond as se-.-ond class man : 
under Act of Congress nf J875. 

sniscniPTiox rates 

P«* Tear, by mail .JM.OO 

Six Months, by mall $3Et 



day is straddled. The blank on 
(he peace treaty and league of 
nations can be read any way you 
•want. it. Platitudes and promises 
take up the remainder of the won- 
druus document, hid who is there 
to put an ounce of faith in any- 
thing the platform says with .he 
illustration of the recent republi- 
Politicai Announcements °" | can congress and its flagrant i-i- 
The Daily Raster is authorized to I efficiency, incapacity and failure 

announce the following candidates for to accomplish anything so l.rom- 
otllce subject to the action or the Deiu- 1 
ocratic Dartv 



For ConinrcM 

RALPH GILBERT, of Shelby County. 
PRANK RIFT, of Anderson county: 



The republicans selected a 
strong personality in the nomina-' 
tion of Senator Warren G. Hard- 
ing, of Ohio, as their presidential 
candidate, on the 10th ballot jft, 
Chicago Saturday night. Al- 
though credited' or discredited 
with be'.ng a-Jraiinrh member f» 
the, "Old GVafd - ' ai his jferty at_$ 
opposed to the progressiveism rd" 
Roosevelt, and present day politic 



inently before the country? Hard- 
ing's personal worth cannot 
counter balance that platform. It's 
positively a joke. 



has "handled" southern republi- 
can delegates so long, that he 
must have thought that Ketuck- 
ians could be lined up as easily as 
the negro delegates from (ieor- 
gia. Ed told him where to "get 
oft" in short order. Gov. Mor- 
row's bald statement that "We 
don't pfay that kind of politics 
down our •way," mighty quickly 
brought the "Blond Boss" to a 
realization of the fact that Ken- 
tuckians couldn't be "bought" 
even with such a bait as the vice 
presidency dangling before them. 
Gov. Morrow and llert deserve 
credit for sticking to their friends 
the Lowden ship, until she went 
down and then thev le.-jd the 



Those Wood boosters at the 
Republican National Convention, j 
found out mighty short and quick / switch to I larding 
that they weren't dealing with i 
the usual southern brand of re- 
publican delegates when they 
sought to trade the vice presi- 
dency to Gov. Morrow of Ken- 



will 



Cn.it of further planting ol 



tucky, for some Wood votes. 
m^&^^S^^^^W^*^ Hitchcock - the ^ chief 



been singularly of service to hjs 
state and nation and his life one 
that will commend itself to every- 
one. It is pc-mapi within f'BP 
province of newspaper editors to 
discuss the ma i -ind ni: person*;!-! 
achievements more thoroughly 
than other critics, for as a fellow 
worker in the ranks of journal- 
ism, few of them who have not 
studied carefully both the record 
of the republican nominee, and ati 
the same time that of Gov. Cox, 
of Ohio, also a "country news- 
paperman." 

-Harding will appeal to the best 
traditions of the old stand--pat 
-crowd on political lines. Whrtt"f 
the progressives will think oj 
him remains to be seen. Per- 
sonally he seems a strong candi- 
date to us. But that's as far is 
we can see him. He will have ipo 
rati upon the hodge podge of an 
■ alleged platform that his party 
*m under him. And what* a plat- 
form. Its main plank should read 
"Down with Wilson;" nothing 
-'se matters. Almost every big d 
'liiestion before the country tcj-r 
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: Southern Optical Co. | 
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i of Perfect-Fitting | 

SPECTACLES AND 
EYE GLASSES 



CARNIVAL PLANS 
ARE NOW MATURING 

Plans are steadily maturing lor 
,the carnival to be held he're iate'f 
for the scliool children -d the 
county and there r will be cxlnbi- 
tions of the work of scholars pre- 
pared and these will be exhibited 
during the carm'lval, the program 
of which is being perfected. TKsre 
will be a parade, together with 
other features :.hat will go far to 
wards making the day a gala one 
for all in attendance. It will 
Jie the aim of the members of the 
county school board to have the 
parents of as many students pres- 
ent as possible, as well as the list board, a prominent taxpayer handed 
of teachers, and make the day a [the Daily Register the following quo 
"reunion day" for the benefif of tation from Mark Twain's "Puddin' 



COUNTY TEACHERS 
EXAMINATION SODK 



James W. Gerard, by U. S 
ry, Sioux Falls, S D. 

Senator Gilbert Hitchcock, .Nebras- 
ka, by A. C. Sche!)enberf>;er, former 
governor of Nebraska. 

Secretary E. T. Meredith, by Glande 
Porter, Iowa. 

The announcement said^it had not 
been decided who would pia<'e ir. 
nomination the names of John W. 
Davis, of West Virginia, American | 
ambassador to Great. Britain;!' 
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texture. It will hold this firm, waxy butter texture in the 
IVIIOIjO is churned uike. creamery butter and has the same 
warmest weather. AllOLO does not melt and run lif e oil.' 

Sold Exclusively by 



SWELL 




Richmond, Kentucky 



Serif 



"..•ad of -sSir English inventor's 
;ccs of jfceel, so inserted in 



the rubber thatthe lattt r 
♦-luch the grouiul. 



doe. 



not 



" Plan" "ai - " be ing- made for the reg 
ular teacher:;'' examinr.tion on Pri 
day and Saturday, June 17-18. Thi' 
examination, which will be for hot* 
White and colored, will be held at t hr | 
Eastern Normal. This examination i 
open to "all who desire tq take the ey 
aminaton. Teachers in the count 
schools who take this examinntio! 
will receive their grades before tim 
for taking- up the next term, whid 
will begin throughout the county o? 
July 19, except the colored sfChoob 
which will open cn July 12. Ther 
are 22 of these, and the mstrrictor 
have nearly all been chosen. It i: 
expected that there will be the usua 
surplus of instructors' this yeai 
There have been many colored Leach 
ers furnished other counties by Rich, 
mond, as well as white instructor:; 
and it is the opinion of Count; 
School Superintendent Edwards tha 
there will be another big- list thi 
year. The attendance imd depbrtmen 
of the colored schools duiing th 
past year has been veiy creditable. 



Rain Helps Planting 

The rain of Sunday night is just 
what many of I he farmers havr 
been wanting,- it is said, since it 



tobacco. The setting out of plant- 
ceased a few days ago, ow.mg tc 
the hot weather. Some who have 
small acreage, have finished sot 
ting their crop, and report it as 
doing well. 

Master Quille Douglas is spending 
his vacation with his cousin, Cecil 
Douglas, in Lancaster. 

IT MIGHT BE WORSE 

It might be worse here. At Leban- 
on, Marion county, the city counci' 
at its regular meeting directed a lev} 
for school pui poses of $1.05^4 on th 
$100, and a city tax rate of 73 cents 
In connection with the large ta: 
increase made by the local schoo 



all. 



| ; byptttks Artificial Eyes f 

_ivtafl>le Bifocal Lena 



According to the phms'now un- 
der way, there will be a most 
elaborate program and the event 
'will be more extensive than any- 
thing ever held in Richmond. I; 
will give all. scholars, from the 
oldest to the youngest, the oppor- 
tunity to come to Richmond for 3 
day, to meet and greet iheii 
teachers, and the bringing to- 
. gether of parents and teacher* 



#th A Chestnut St«^ 
LOUISVILLE, KY. 



Head Wilson's New Calendar:" 

" In the first place, God made id 
iots; that's for practice; then he made 
school 'board." 

DEMOCRATS NAMING 

ORATORS FOR MEETING 

San Francisco, June 12. — Names 9:. 
ihe men chosen to make the nominat- 
.ng speeches of eight of the presiden- 
ial candidates at the Democratic na 



tional convention here Juno 28 were 
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What Is a Person to Person 
Long Distance Call? 

C^N person to person calls the person originating the caI5 ^>ecKies"_ 
1 particular person to be reached. When a person to person call 
is made, the company not only must do everything that it does 
in a station to station call to establish a communication, but must do 
it at a time when the particular person called will be available, and 
will, as a matter of fact, talk. Obviously, the company has no control 
over the whereabouts of persons called, and there is involved an additional 
expense and circuit use, and uncertainty, caused by conditions over which 
the company has no control or influence. So that it is both logical and proper 
that the charge for a person to person call should be relatively more than 
the station to station call. 

Orders for person to person calls art accepted only under the condition 
that a limited charge will be made when under certain conditions, it is im- 
possible to establish communication between specified persons. This charge 
is classified as a "report charge/* 

By studying their needs, toll users can effect economies and make tK$ 
service more valuable and convenient. 

» * 

If there is anything about our rates and practices you do not understan3, 
call the business office and we will'be glad to explain the whole detail to you. 



CUMBERLAND TELEPHONE 
AND TELEGRAPH COMPANY 






PHONE 433 



-ForlSale by 
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MADISON ELECTRIC & PLUMBING CO. 

Incorporated y; f ».-;^ ^ 
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ERA HOUSE 



.... 



PRICES 

Children and Colored 18c and 2c 
war tax — 20c 



27c and 3c war tax 



Eider's Orchestra Plays Nightly 

" - -' '■ ■as.aa—ii m.i. : — 
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Madge Kennedy 



in 



"DOLLARS andSENSE" 

"Snub" Pollard 

in "DRINK HARDY" 

- L ■ , .. _ 



Also, Major Hunt's Wi, :. 
Animal Pictures 
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'To Err is 
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SOCIAL AND PERSONAL 



to Forgive Divine 
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The 
Pirate- 
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Sh! What would happen 
4« me if I were your kid? 
Well, if you're not acquainted 
trath Caluirfet Bakings you 
don't know what a good ex- 
cuse I have. / Can't Help 
Helping Myself— they're so 
-f$pd! Gocd for me too, be- 
cause Calumet Bakings are 
(Vholf oiiic- and easily diztited. 
"^'lillions of mothers use 

ALUMET 

M¥.m POWDSR 

because of its purity — because 
it t! ways Rives beet results and is 
economical in curt end use." 

Cclamct contain* city such 
ingredients as here ft- err ap- 
■rrrovtd officially Cy tkm U. S. 
Ftod Authorities. 
Mb sstrs wttca you buy it. 

Sou saitJ VAsen you use it. 
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CALENDAR 
Monday 

Monday afternoon at 2:30 D. A. R. 
| meeting with Misses Anne and Em- 
ma Dejarnette. 

Tuesday 

From 4 to 6, Mrs. E. T. Burnam 
and Miss 'Kennedy 'have issued invita- 
tions to a reception at Yofick to meet 
Mr and Mrs. John Kennedy, of Colo- 
rado. 

Tuesday afternoon at 2:30 the 
Nullo will meet with Mrs. A. R. Den- 
ny- t - ,.- 

Wednesday 

Wednesday afternoon at 2:30 Mrs. 
Paul Burnam will entertain her 
bridge club 

Thursday 

Thursday, afternoon, Mrs. T. 
j Chenault, Jr., will entertain with 
| bridge party at Cumberland View. 
Friday 

Friday afternoon, Mrs. Gamett 
Mill ion will entertain with a tea, the 
j hours from A to 6 o'clock. 

Saturday . 
Saturday afternoon, Mrs. Harris 
Noland has issued invitations to a tea 
at the home of her parents, Mr. and 
Mrs. T. S. Hagan, on West Main. 

Knterfains With 
Luncheon-Bridge 

One of the most enjoyed of the nu- 
merous social functions of the past 
week was the luncheon-bridge given 
by Mrs. R. C. Boggs, Saturday, to 
which iTlarp-e number of friends were 
invited. The rooms were prettily dec- 
orated with rambler roses and other j Warfield Bennett. 



D. 
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Selby Wiggins, Mrs. Joel Park, Mrs. 
Harris Noland, Mrs. Harold Oldham, 
Mrs. Douglas Parrish, Mrs. B. L. 
Middleton,, Mrs. Charles Jett, Mrs. 
Cecil Simmons, Mrs. S. J. McGaugh- 
ey, Mrs. Gamett Million, Mrs. W. P. 
Millard, Mrs. R. R. Bumarri, Jr., Mrs. 
R. L. Conlee, Mrs. J. G. Bosley, Mrs. 
R. C. Stockton, Mrs. E. C. Stockton, 
Jr., Mrs. G. G. Perry, Mrs. Jack Wa- 
gers, Mrs. Luxon, Mrs. James Pow-. 
ers, of Bristol, Va., and Misses Mollie 
Fife, Duncan Foster, Madge Burnam, 
Mary D. Pickels, Elizabeth Turley, 
Cynthia Davison and Elizabeth and 

Margaret Wilmore. 

•*»»*•«•« 

Entertain at Luncheon 

Mrs. T. D Chenault was hostess at 
luncheon on Friday in compliment to 
Mrs. Hill, of Pittsburg, Pa., who was 
the guest of Mrs. Harvey Chenault. 
Covers were laid for fourteen, who 
were: Mrs. Chenault, Mrs. Hill, Mrs. 
Harvey Chenault, MVs. Saufley, Mrs. 
R. C. Stockton, Mrs. T D Chenault, 
Sr., Mrs. George Phelps, Mrs. B. J. 
Clay, Mrs. Albert McCown, Mrs. 
George Pickels, Mrs. T. C. McCown, 
Mrs. O. O. Green, Mrs. M. C. Kellogg 
and Mrs. Kit Chenault. * 

>»»«>WM # 

Entertained for Guests 

Mrs. L. B. Weisenbuigh entertain- 
ed very delightfully Friday aftt.noon! 
about sixty of her friends being in- 
cluded in the^ invitation. The hon- 
orees were Mrs. Clifton Cowan and 
Mrs. Carrie Henry, of Gulfport, Miss., 
and Mrs. Overton Harber. An tn±er<- 
esting game of bridge was played, 
the first prize being won by Mrs. i. 
P Chenault, and the second by Mrs. 

Also, a beautiful 



■ i ! 

Mrs. S. H Estes in Lancaster. 

Mr Rogers Pickels was in Latonia 
for the derby Saturday. 

Miss Elizabeth Gardner is visiting 



A Two Reel Comedy and Weekly Also 



Wallace Reed 




.soring flowers, the color scheme of [ prize was awarded to each of the. 
pink and white being carried out in guests of honor. 



the mints ami ices. A very delicious 
and substantial ice course was serv- 
ed. Mrs. W. P. Millard won the first 
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Double Wedding 

A double wedding was beautifully 




How about those 
pictures you made 
Sunday? 

Better bring the films 
here for developing 
and printing. Your 
pictures get the benefit 
of our experience and 
up-to-date methods, 
result is results. 



McGAIIGHEY 
STUDIO 



I prize, an attractive flower bowl; the i solemnized Saturday afternoon at 1 
j second prize to Miss Mollie Fife. Mrs. j o'clock at the home of the officiating 
j Boggs' guests included: I minister, Rev. D. H. Matherly. The 

Mrs. B. J. Clay, Mrs. Julian Tyng, j contracting parties were Mrs. Irene 
Mrs. Preston Smith, Mrs. C. A. Keith. ! Sanders and Mr. Preston Agee and 
Mrs. William Howard, Mrs. H. B. j Miss Payton Walker and Mr. Simp- ' 
( osby, Mrs. Murison Dunn. Mrs. Hale! son Rogers, all of tihis city. The only 



i)eane. Mrs. ?helton Saufley, Mrs. 

■ ■■■HI. I Hi II Mllll. III! I 




witnesses to the marriage were Mr. 
and Mrs. Charles Rogers. Immediate- 
ly following the ceremfony, they left 
for a short wedding trip. Returning, 
they will make their home in 
rounty. 



the" 




Just received our second shipment of 
talt ; sizes of Leonard Refrigerators, with 
^porcelain lined and without porcelain 
lined, with arid without water coolers. 

"hese Refrigerators were purchased 
last Fail, 35 per cent cheaper than can 
be; bought at today's market price; and 
wieire going to give in the next ten 
days, 250 pounds of ice with each one 
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MUNCY BROS. 



Mr. Robert Grinstead, of Waco, has 
returned from a visit to Loncaster. 

Mrs. A. R. Burnam and sister, Mrs. 
J. J. Greenleaf, spent the week-end 
in Louisville. 

Miss JBessic Dudley was in Dan- - 
ville Saturday to attend the funeral 
of Miss Ruth Crow. 

Mr. and Mrs. Otto Jett have moved 
from Union county to make their 
home in Lexington. 

Mrs. B. F. Boggs, of Nelson coun- 
ty, has been spending several days 
with relatives here. * 

Mr E. S. Herndon and daughter, 
Susanna, of Mayslick, are guests of 
Mr. and Mrs. A. J. Suit. 

Miss Mary Boggs, of Bloomfield, is 
the guest of her sister, Mrs. Hugh 
Tharpe, at . Red House. 

Mr. and Mrs. S. A Deatherage have 
returned from Allendale, S. G, where 
they spent the winter. 

Miss Anna Mae Burton, of Missou- 
ri, is the attractive guest of Miss Lu- 
cille Walton, on Glyndon avenue. 

Mr. and Mrs. Marion Lilly spent 
the week-end in Lexington and at- 
tended- the English-Craig wedding. 

Mrs. James Anderson will leave oh 
Thursday for a visit to her sister, 
Mrs. Martha C. Bean, Deroit, Mich. 

Mr. and Mrs. S. P. Bush, Mrs. Sam 
Black and Miss C. L. Smith have re> 
turned from a visit to relatives in 
Winchester. 

Miss Jeannette Pates has 'joined her 
parents in Lexington, where they 
have bought a beautiful home on For- 
est avenue. 

Mrs. W. M.'Duvall has returned to 
her home near Louisville, after a vis- 
it of several weeks to Mrs. S. L. Mid- 
kiff, on Third street 

Mr. and Mrs. Harris Park, of Ir- 
vine, and Mr. and Mrs/Clay Park, Of 
Lexington, were guests of Mr. and 
Mrs. C. H. Park for the week-end. 

Miss Margaret L. Gumm, Miss 
Cordelia Mae Gumm and house guest, 
Miss Faye Poland, of Gliri'gbn, were 
the pleasant guests of Mr. and Mrs. 
Dennis W. Taylor. 

Mrs J. W. Elmore, Mrs. Dunlap 
Blahton and* children, of Lancaster, 
and Mr. C. T. Chenault, of Califor- 
nia, were guests of Mr. and Mrs. Ca- 
bell Chenault the past week. 

Mrs. Elvin Estes, of this city; Mrs. 
Elizabeth Townsend, of Clayton, 
Mich., and Miss Sabra Estes, Waco, 
have returned from a visit to Mr. and 
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Stretch means toughness. 
Toughness means wear- 
ing quality. 
And wearing quality 
means service* • 

Prove it for yourself by 
trying. 

GATES HALF SOLE 
Service and satisfaction is 
our motto. 

Give us a trial and take 
the worry out of riding. - * 

Richmond Vulcanizing Co. 
Richmond, Ky. 



relatives in Winchester. 

Mr. W. D. Oldham is spending a 
few days in Cincinnati. 

Mrs. James Powers, of Bristol, Va., 
who has been the guest of Mr. and 
Mrs*. W. P. Millard, left Saturday to 
spend several clays with her aunt, 
Mrs. C. L. Taggart in Cynthiana. 
i Misses Matteie Jo and Veelinda Dea- 
Itherage have returned from Green- 
j ville, S. .C, where they were students 
I at college the past year, and will 
j spend the vacation months with their 
I parents. 

Misses Sara Collins,' Eugenia Eld- 
er, Julia Enright, Gladys McKee, 
I Eleanor Buckley and Mary and Es- 
ther Moynahan are at home from St. 
Agatha's Academy in Winchester to 
spend the summer. • . 

PROMINENT WOMEN 

ON "TRAVEL PARTY"' 

A "travel party" composed or some 
of the most prominent Kentucky 
clu"b women will leave shortly for the. 
bienial meeting of the General Fed- 
; eration of Women's Clubs, which con- 
venes at Des Moines, Iowa, June 16- 
25. Those who are planning to at- 
tend are Mrs. Lafon Riker, Mrs. C. 
P. Weaver, Greendale; Mrs. R. H/La- 
cey, Franklin; Miss Lida Haffard, 
Louisville; Mrs. H. G. Reynolds, Pa- 
dncah; Mrs. Allie S. Dixon, North 
Middletown; Miss Mary Sweeney and 
Mrs. Frank McVey, Lexington ,and 
Mrs. J W. Herndon, Berea. 

The round trip from LouisviTle to 
pes Moines is to.be $26.5h on the cer- 
tificate* plan, and any Kentucky wo- 
man wishing to go. may procure cer- 
tificate entitling her to the reduced 
rate by writing Mrs Lafon Riker, at 
i Harrods-burg. Those who find it more 
convenient to go via Cincinnati may 
do so. Write Charles Hagerty, 203 
Marion Taylor building, immediately 
ifor reservation. Rooms have been re- 
served for the Kentucky delegation 
at the Franklin hotel for 25 and there 
are still a few vacancies to be had. 
JOSEPHINE GRAUMAN MARKS, 
State Chairman of Press, K. F. W. C. 




STUDENTS ACTIVE; 
GOING AND COMING 



Tools That Will Help You 
Get the Job Done Quickly 

OU will find the same satisfaction in 
using Winchester Tools as the hunter 
does in using his "Winchester Rifle. 

They do a quick, neat job that%rings 
credit to your workmanship. 

Let us introduce you to these new Win- 
chester Tools, made by the manufacturersof 
the famous Winchester Rifles and Shotguns. 





't Pay 

Deering Binder Twine 16c 
Paris Green 48c 



». .... t ^ 



BUY NOW 

________ - u 

RICHMOND WELCH CO. 



- 



BRIDAL BOUQUETS 



FLOWERS 

■for 

GRADUATES 

Phone 498 

L. A. FENNELL 

153 N. Broadway _ 
Lexington 



_ 



Mrs. T. T. GOVINGTON 

Richmond Agent 



W hile man\- ot the students at 
Eastern Normal have departed 
for their homes, being: an*ious to 
leave, many are reluctant, and 
some have decidecfto stiy during 
the special summer term and be 
better prepared for the future. 
There are many new students be- 
mg enrolled for the stvmmer"term, 
and the list is already greater 
than anticipate 1. 

This special work appeals es- 
pecially to teachers, who are anx- 
ious to gain knowledge on special 
subjects during the summer vaca- 
tion. 

The Model School term will 
ope^u Tuesdav morning, , .whei\.,it 
is djtpected there Will ie _"£reatr- ■. 
er Mmmber. of younger ( st:ulents 
enrolled thaFiisnal. Ti ; - nrsl 
began to arrive last week a'nd 
there are already many ready fcr 
the opening. There will be spe- 
cial subjects this year to mftfce 
the work even more interesting 
than heretofore. There wilt be" 
vistiors from various other 
schools who will take up work 
here. 



SWIFT'S PRODUCE REVIEW 
Cream deliveries uunng the weeK 
show some increase. Prices remain 
generally unchanged with a good de- 
mand for butter, both for storage and 
current consumption. 

Quality of butter manufactured 
could be improved if more attention 
was given to the care and handling 
of the cream on the part of the pro- 
ducers, and if the cream was mar- 
keted more frequently. 



though there has been but little 
change in the market quotations. To 
secure the highest prices, eggs should 
be gathered daily, kept in a cool place 
and marketed frequently. 

It should be remembered that roos- 
ters are not necessary for egg . pro- 
duction; that infertile eggs 'produced 
during the summer months have bet- 
ter keeping qualities and result .in 
better prices. 

A large volume of poultry was 



It is very important, if cream is to ; marketed during the week, resulting 
bring top prices, that it be clean— j in slightly lower prices, 
warm cream should never be mixed j The suply of young chickens is in- 
with cold cream. crtasin gand bringing good prices. 

The highest temperatures through- . _ — Tr- 
out the producing sections are affect-. FOP. s.vi.i;— Two extra nice yearling 
... , , , , , | Shorthorn bulls. See Wm. E. Tnrley, 
mg the quality of eggs marketed, a:-: pllolie no—j. 237 5 



mmm 



Yjwi Can't Rub It Away; 

Rheumatism is in the Blood 

liniments Will Never Cure. 



r * 




are afflictedi.-withlBheu- 
foy w aste'tft-e ^ft^ffi- lini- 
_«tn1s, lotions and otfyer locaWgppli- 
tatdons that neve*r did cure itheu- 
znatism, and never, will? 

Do not try to rub the pain away. 
Try the sensible plan of finding the 
cause of the pain, and go after 
that. Remove the cause, and you 
remove the pain. 

you will never be rid of Rheu- 



cleanae your 
that cause th« 
'an 



matism until you 
blood of the^ germs 
disease. 1 
equal ai 
of suffere: 
their blood of 
moved all' trance 
their system. 

Get a bottle of S .S. S., and get 
on the right treatment to-day. So- 
cial medical advice free. Address 
Medical Director, . Ill Swift -'lab- 
oratory, Atlanta, Ga, 




RARE GOtN FOUND 
BY HENLEY 



__. 



without quMti'onif Hunt 'sSal» , 
fails ioC 

Tettet. RWMtohn . Itch, etc. 
Don't become dl»c~r_«ed be- 
failed, 
huai- 
oa caat 

M oa -oar M€4ttey Bach 
Cumrmnte: Try it at mm* risk 
TODAY. Price 73c at 

STOCfeTOJf SDRUG" STORE 



causa < 

H_hf 
ratt. 




Bob Walker, Genl Auctioneer 

Sales heM auywben and will sell 
anything— Veternity Work lm all 
»f its branchfa> Its 



corn on the farm of George Phelps on 
the Lexington pike, found a coin that 
is attracting the attentioin of a num- 
ber of his friends. He brought it to 
the city and a dealer said it was of 
the one-dollar denomination and of 
Mexican or Spanish origin. It is about 
the size of the U. S. silver dollar and 
free from rust, although it is believed 
to have rtepo'sed undisturbed in the 
ground for a period of many years. 
The coin has a peculiar coat of arms 
and bears a date of JHI.. The local 
coin dealer said there was a big pre- 
mium oh the coin; which contained 
£<bout v '80 per cent of silver. 

• _^ — mm 

While frog hunting near Ashland, 
Earl Chinn, Jr., was accidentally shot 
through the heart and instantly killed !»• 
by the discharge of a rifle. 



WANTED — A door man a_nd usher for 
night only at Opera House. Apply to 
Miss Ward. None under. 18 years old 
j need apply. 141 2 



CUPID AHEAD OF GAME 
With the issuing of three addition- 
al marriage licenses since Saturday 
noon, little Dan Cupid is ahead of 
the game, with an average of one and, 
a fraction per day. One bride a day! and Mrs - James Sanders, Richmond; 
■during the month of June was the *Bascon A. Franklin, S6, Lerelle Fairs, 

N. C, and Katherihe E. 'Baugh, 19, 
daughter of Mr and Mrs. John F. 
Baugh, of Berea. 

— a- gjfejjj 



.Henley Portwood, . while plowing; good start made, which average has 



been maintained thus far. The lat- 
est trio to be granted licenses is: 

I I 1 



2 



Simpson Rogers, 24, - farmer, of 
Terrill, and Payton Walker, 21, Rich- 
mond; Preston Agee, 22, farmer, and 
Grace Sanders, 20, daughter of Mr. 



■ » ■ « ■ ■■ ! 



You Lose If Your Property 
Burned Today? 



The destruction of that $5,000 home you built a few years 
ago would lose to you the original cost, "plus another $5,000. 
For it costs $10,000 now to build the $5,000 home of 1914. 

Likewise the loss of today of the business property that 
dost $50,000 before Germany went mad .would be $100,000— 
probably $100,000 would not replace it. v 

John W. Crooke, Resident Agent 

" Richmond, Kentucky 



i 
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the RicBmoncI Daily RegislerRicfimoncI, Madison County, Monday Afternoon, June 14, 1920. 
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BUYING GRASS SEED 

• From Strippers- 
paying Highest Prices for Hand Strip Seed 

F. H. GORDON 

PHONE 28 



BUMPER WHEAT CROP 
IS NOW PREDICTED 



Experienced Miller Explains Sit- 
uation — Also Talks of Corn 
and Tobacco in Madison 



eludes all states TvcstTof North and 
South Dakota, Nebraska, Kansas, Ok 
lahoma and Texas. 



POPULATION INCREASE . ulation in 10 years. Of these places 

DURING PAST 10 YEARS 33 were in the north, which inctudes 
(By Associated Press) (New England, New Jersey, Pennsyl- 

• Washington, June 12. — Fifty-eight ' vania and the states north of the 
ef the more than 1,100 cities ' and Ohio river, Missouri and Kansas; 17 \ A coupling has been invented that 
town and villages in the country > were in the south, which includes all enables a tire pressure guage to be 
fchose 1920 census has been an- [states south of those tnumerated; and| used to test thc compression of au- 



nounced more than doubled their pop-, eight were i nthe west, which in- 



tomobile engine cylinders by screw 
ing it into spark plug openings. 



» r J 



ONE CARLOAD FRESH 

■ 

Purina checker Board Feeds 



'. 1 



BIG AUCTION SALE 



The Best Farm in Marion County 

268 ACRES 

SUBDIVIDED INTO "BABY FARMS" AND LARGER TRACTS 

SATURDAY, JUNE 19th 



with large sto 



fields and lots and the !>cst 
is ready ri^lit now Lo plow 



10 O'CLOCK 

Just oul side city limits of Lebanon, on St Mary's Pike. N 

A "High Class" farm in every particular with "A No. 1 " improvements. 
For 40 years the "Home" and "Slock Farm" of the late W. C. Rogers, former 
president of the Marion National Bank, who took a pride in making it the prettiest 
home and farm in the county. 

Any written description will not do it justice. You must see it to appreciate it. 
lhe farm will appeal to the man ,the dwelling and surroundings will appeal to the 
| wife. Boi h will be satisfied. 

2 Sets of Improvements— -9 room metal roofing dwelling, 2 halls, 3 porches, 1 sun 
porch, pantry and built n refrigerator, bath room with handsome fixtures, city water 
works in dwelling, with hydrants in yard, garden, fields, lots and barns. Cistern, wells, 
springs and ponds. Beautiful yard with fruit and shade trees; concrete walks attrac- 
tive shaded avenue and drive from pike to yard. 3 room servants house in yard; smoke 
house with cellar; all necessary outbuildings. 4 room tenant house, large stock barn, 
\ cribs, implement shed, several separate stables. New 5 room dwelling 
ck and tobacco barn. 

Land is level, fertile and gently rolling. Divided into convenient 
of fences. This farm lias been kept in a liij^li state of cultivation and 
and produce the maximum of crops. A corn, wheat and tobacco farm. 

Long frontage on 2 pikes, susceptible of advantageous division into a nuftiber'of tracts. C an 
subdivided so the purchaser may secure just t lie number of acres desired. C an sell you 20 acres 
with main improvements or increase the acreage to 50 acres, up to 1(K) acres Or ISO acres or more. 
Remember WE SELL TO SI N THE JfL'RCI IASER. Will sell a number of 3—5 and 10 
acre tracts with fine building sites on the pike, just at the edge of city limits, also several "Baby 
Farms" at the intersection of thc 2 pikes. 30 to 40 acres, or more, witlisccond set of improvements 
About (>S acres in corn, tobacco and cow peas ; 200 acres in meadow and grass, a lot of the land 
has not been plowed for years. 
This is a Tractor Farm. 

A country home with all the conveniences of the city of Lebanon, one of the very best towns 
on the main line of the L. & X. R. R. A flourishing, growing town, splendid business houses, 
good streets, concrete pavements, hotels, modern homes; line tobacco market— loose leaf ware- 
houses ; fine banking facilities, progressive citizens, churches of all denominations, splendid 
HbhcOls. Its new grade and high school is magnificent. 

•Now is the time to invest in real estate. The man who buys this land June 19th. is sure to be 
able t<> sell at a profit. Land hunger is still Unsatisfied and values will increase. 

Remember Swinebroad "ALWAYS SELLS" the purchasers name the price. Every bid a 
bona fide bid. Positively no by-bidding at my sales. 

a. Will be sold on easy terms. In fact most any sort of terms you want. 
Possession at once or any time to January 1. 1921. 

Everybody come. If you are not a buyer come any way. Ladies especially invited. Brass 
Hand. Dinner. Money and presents given away. Hear Bolivar Bond, the silver tongued auc- 
tioneer. R. II. Dever will be at the farm all the week. Call W. E. Moss or R. II. Dever at our 
offices in Danville, or Raines and Thomas, local representatives at Lebanon. 

SWINEBROAD, the real estate man 

Sales Manager * of Lancaster, Ky., 



With reasonably favorable weather, 
there will be a bumper wheat crop in 
Madison county, and this section of 
the state, according to thc opinion of 
Charles I. Morgan, of this city, and 
he should know, for he has had consid- 
erable experience with grain, jfffaqat 
especially, since he has been a miller 
for the past 40 years. 

Mr. Morgan, who is at the head of 
the milling department of the Zaring 
company, said today that the middle 
season wheat, meaning that which was 
sown neither late nor early, but dur- 
ing the middle of the of the season, 
was the best developed he had seen 
for some time ,and it had not been 
molested by insects; the earlier plant- 
ing as well as the late, he explained, 
was in good condi^on, but not as stur- 
dily developed as was that sown dur- 
ing the middle of the sowing season. 
The informant declared that with 
present indications continuing, the 
Madison county crop this season would 
be not only a .boon to the farmers, 
but the country, since there was a 
better stand than had been for years. 
There is evidence of the fly, it is said, 
in some localities, but this is not ex- 
pected to do much damage at this lime 
of the year, it is claimed, and there 
is a large acreage of wheat; much 
greater than was anticipated. The 
weather has been warm for wheat, 
according to Mr. Morgan, but it has 
such a start that no injury is antici- 
pated from this score. The cooler 
nights are great for the development 
of the grain at this season of the 
year. 

Tobacco, set out just before an<l af- 
ter the recent rains, is showing up 
in good form, and com is said to be 
flourishing in this and adjacent, coun- 
ties. "There is every reason," Mr. 
Morgan said, "for the farmers *o* re- 
joice, and while tobacco is one of th'; 
main issues in this section of the 
state, the average farmer will not have 
to wholly depend upon his tobacco 
crop, for there will be one of th<vuiost 
extensive grain harvests in years." 



BEING UNLOADED AT L. & N. TRACKS 



Best 



HORSE— COW 
MULE— CHICKEN 

GET A FRESH SULPLY TODAY — IT'S ALL GUARANTEED 



Feed 




W. W. Broaddus & Co. 

PHONE 110 BUILDING MATERIAL 



4MONKER AND HONEST 

FISHERMEN RETURN HOME 

The fishing party spending severa 
days at Lock No. 11, "comprised of 
VV. S. Oldham, fob* Hackett Joe 
Oldham", John Sewell, Eli and Ed 
Broaddus and (Jeoige Nolan, has re- 
turned home and report the usual 
success characterizing this bunch of 
pioneer and honest fishermen. VV. S. 
I i Oldham is said to he an adept :>;. 
''cooking and has earned the titled so- j 
{ ibriauet of the "Royal Chef." The par-) 
ty contemplates spending a week 
the vicinity of Boonesboro in the neari 
future. 



Rest Remedy for Stomach Trouble 
"I am pleased to have thc opportun- 
ity to say a good word fo rChamber-j 
Iain's Tablets," writes Mrs. Mamie 
Bertcl, of Moberly, Mo. "1 think Uiey 
next week, there will be something! 
radical y wrong. « 
: 

Invincible Concert company will give 
an entertainment tonight at St. Paul 
A. M. E. church. 



Pott's Gold 
Dust Flour 

Is as purs and 
white as 

a' the 

Driven Snow 



Ask Your Giacer 

R L. POTTS & SON 
White's Station, 
Ky. 

Phone 156—3 




i 



Dr. C. E. Smoot, Mr. Smobt am 1 
daughter, Elizabeth, left Saturday 
morning for a week-end visit to rela- 
I tives in Maysvillc. They will return 
Monday night. , 



WHY worry about prohibition".' 
Rookwood Coffee supplies the cheer 
without the hang-over. D. li. McKin 
ney & Company. 124 tf 



WANTED 

AT ONCE 

2 Residences 
1 Small Farm 



Ou 



arc 



prospective buyers 
willing to pay thc 
price. 

Act quick if you have 
arty idea of selling 

Freeman Realty Co. 

W. B. Freeman 

L. VV. Dunbar 

F. P. Caldwell 



A PICTURE PLAY QUITE 

OUT OF THE ORDINARY 

Would you forgive the man who 
had stolen the love of your wife? See 
"The Long Arm of Mannister" Tues- 
day night, an all powerful drama of 
Love, Hate and Revenge. 

A picture of love everlasting, or 
vengeance all powerful — of forgive- 
ness all Divine! 

"The Way of the Transgressor is 
Hard," an axiom pertinent to "The 
Long Arm of Mannister." 
To err is human, to forgive divine. 
"What fools these mortals be." The 
foolishness eg a jealous wife who 
threw her happiness; the foolishness 
of a man who sought joy in a stolen 
love; the foolishness of a band of 
men who thought that dishonesty 
would bring them profit — and last of 
all the foolishness of the man who 
tried to square his accounts with the 
world with hate. Cupid sat on the 
j wall and looked on in silence, and 
then took a hand in the game and he 
alone brought happiness to the many 
sore and bleeding hearts. 

"Vengeance is mine," said the 
Lord, "I will repay." 

"The Long Arm of Mannister" 
teaches that love and not vengeance 
roles the world. 

A woman's love never wavers ex- 
cept — but see "The Long Ann of 
Mannister" and learn when. 

B. P. O. E. Flay Day Service 

The annual Flag' Day services 
will be held tonight at the home 
<>f Richmond Lodge, No. 58t. '.'he 
interesting program appearing in 
these columns recently will 1 e 
observed. Invitations arc ex- 
tended to the public. This will 
be the first Flay Day services to 
be hchl in the lodge rooms, the) 
having been held heretofore in 
the court house. 



increased to such an extent that 
the organization in Madison has 
become an important one and 
there are still a number of « !i^i 
ble young men who have not be- 
come affiliated with the Legion 
who are expected to bscrimc 
members in thc near fuU'iV. 




211 
Office Over 
Citizens' National Bank 



Hauling 

Anywhere 
Any Distance 

Storage Tor cars anil struck.;. 
When in town store your tar 
with US. We have, converted Mc- 
Kee's rink into a garage and 
your car will be well taken care 
of. Telephone 653. 

BLUE GRASS MOTOR 
TRANSPORT- -CO. 



American Legion Busy 

Members oi the American Le- 
gion are busily engaged in the 

the 
quarters 



work looking towar 



tion oi suitable 
regular meeting 
the future. The 



sciec- 
vvhere 
win i>c neW in 
membership na^ 



— Don't Throw Away Your- 
TIRES — 



'I'lH'y on' too expensive imi* 
r«'p:iir I In- in. II it isn't worth 
repairing ' will tell you *«>. My 
work la guaranteed. 'V' , «;l«-« > i«-«l 
'h.iihI packeta ;nul tread cojs, 
soon eaoac fabric separation. 

Also IclN In the water «vhl«U 
rota the fabric. Keep jour «ir«-M 
tin UUr >©ti <lo jour teeth, apd 
little troablra will not grow 
into 1,1k i. ii - 



L. T. ROBINSON 



WITH 

SAM)I.I.\ SUPP1/I 



COM I'A.\ V 



FOR SALE 

a Farm of 85 Acres 

4 miles from Richmond; 
Ky. on Irvine pike; small 
house of 6 rooms, rood 
cistern, small barni or- 
chard; all the cultivated 
land set in sweet clove? ; 
convenient to schools and 
churches; well warerecl 
and fenced. 
Also a 

Farm of 115 Acres 



1 -2 mile 



lion 

_? 



h vine pike 
and \-L miles from 
Speedwell pike; well wa- 
tered; about 5 acres in 
small timber; mostly in 
grass; wire fence all 
around it; all necessary 
outbuildings, etc. 

C. H- MAUPIN 
Moberly, Ky 



x 



iThis is the time of year 

s to feed 

IZARING'S 

JMILL 

*?FEED 

Ho your cows and sheep. 
Hi helps to grow the 
; young and get them 
ready for grass. 



TARINGS' 
MILL 




The 

Clancy;, 
Kids 




Poor Auntie! 
She Was Only a 
Figure Head 

By 

PERCY L. CROSBY 

Copyright. 1>T tb* McClnrg New«p»per Syndicate 



Ya gomgto 

STAY FOR DlNNefi 
S AUNTY? 

1 1 — i i 




Ah, PceAre 

STAY, AUNT/'c 

Pee A se 

Y/\,Ai)HTtC 



DEAR UTTLL 
HCART 
HA 0 NO I D^A 
youwefie so 
coving -Bar 

I AFRAID 
WTSfAY) 



— 




| ANYTHING TO U>ANT M& SO 
MUCH, TIM 
SOHCOTH 
TIMG 



(join 

STAvV 




' 50M6 OTHER TIME 
NOTHlN'f IfYA DON'T 
STAY TOM6MT WE 

. Don tcct s: 
4 ice CRCAM J 
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GREEN ALL THIS WEEK AT 48 



CENTS 



A 



1 



Richmond Welch Co. 




Watch U» Grow ' 'iV^L 



incorporated 



reir Phone 97 
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